













































































































































































Paterson Emergency Construction of Disaster Phase 1 (20%)of Planning and Public Safety 0111378202 R5000000 Appointment of Finalisation of Designs Contractor appointed 20% of Construction 

Disaster Centre Centre in Paterson Disaster Centre Infrastructure Consultant Complete completed 

Completed Services 



























































































